Q.     It would be too dangerous  for him to  go back
in,  wouldn't it?

A.     Yes,   it would.

Q.  I want to clarify one other point on your direct
examination with Mr. Roark.  Itrs your testimony
that in the lighthouse that night you explained to
Mr. Eldridge, Mr. Jones, the other men who were there
why it was necessary for them to stay and get finish
getting that row of pillars?

A.  Yes.

Q.  What exactly did you tell them?

A.  I don't remember the exact words.

Q.  I don't mean the exact words, but what, essentially,
did you tell them?

A.  That we needed to stay and finish these pillars,
because if we don't they might get the roof to swimming
and then we'd lose the coal that's there, and maybe more.
And then if the day shift came in and tried to go on
where we'd left, it would be dangerous for them.  We know
we need to stay and try to get it.

In response to further questions, Mr. Miller stated that when he
met with the crew after they came out of the mine, he explained to them
that they would not have to work more than two or three hours, but that
there was some down time.  He and Mr. Eldridge had no conversation at
that time, and Mr. Eldridge said nothing about why he did not choose
to stay and work overtime.  Further, none of the other men said anything
either (Tr. 362).  Mr. Miller confirmed that he went back to the section
the following Monday, but that at no time after the discharge did he
ever meet with any of the men who were fired (Tr. 363).  Once they picked
up their checks "that was the end of it" as far as he was concerned
(Tr. 363).

Roger D. Miller confirmed that he was working in the underground B-Section
of August 6, 1981, at the tailpiece.  He stated that he first learned
that the crew would have to stay over about 20 minutes before the end
of the shift, and he learned it when foreman Eddie Miller called in on
the telephone,  Roger Miller indicated that he passed the information
to the car driver and asked him to inform Eli Smith that'the crew had
to stay in and finish the row of pillars.  Shortly after this, the crew
was called out of the mine and they assembled in the lighthouse.  Mr. Miller
informed the men that they had to stay over and work and that anyone who
picked up their check and left were no longer needed (Tr, 374).  Roger
Miller recalled someone~say "you're chicken", but he could not recall who
said it.  Since he wanted to keep his job, he decided to stay and work
overtime (Tr, 376).

430m too tired, I can't do
